
the EPA had statutory authority to 
t no time has the EPA had authority 
to regulate indoor air quality in the workplace. 

2. Although the SAB traces the roots of its existence 
to the early 1970s, in 1977 it was formally established by statute 
under the Environmental Research, Development, and Demonstration 
Authorization Act of 1978. Specifically, the statutory authority 
for the SAB is 42 U.S.C. § 4365. Under this statute, the SAB is 
to' be established by the Administrator of the EPA and is to be 
comprised of at least nine (9) members, one of whom is designated 
as Chairman. The members of the SAB "shall be qualified by 
education, training, and experience to evaluate scientific and 
technical information on matters referred" to the SAB. The SAB is 
authorized to constitute such member committees and investigate 
panels as the EPA Administrator and the SAB find necessary. 

3. The legislative history of the SAB enabling statute 
is found at 1977 U.S. Code Cong. & Admin. News, 3283-3298. This 
history confirms that the function of the sAB is advisory only, 
that its purpose is to provide the Administrator with expert, 
independent, scientific review and appraisal of EPA science goals 


Source: https://www.industrydocuments.ucsf.edu/docs/stlxOOOO 
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